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1* Thi« aettvr Haa be#r di scosaed with Mr* Rboda af Mil A. He 
pac wwr-eada the 7(1 recorder a# the lnebrmeat beet edited to f ulfill 
this n-ert. This recorder will fit into * ftvo-Aadi cube and weigh* 
a.^proniwetelr 1-1/2 poWe. s© difficulty will «*#t 4» securing the 
laetTvauft-ate. Recorded data would be warevealin<r of altitude end rate 
of clioo capability she nld it prove »' eaaaary to collect dote* 


2. Installation cf the fo recorder consist* of abtnefeaw-nt to any 
accessible part of the airplane structure either directly or thresh 
tha was of bracket*. It should be rigidly aouatad at a location aa near 
tha center of gravity of the aiiplaa* as possible* So external protea 
are required. Pag# t of the ettachwnt l gives farther details. 

3* T propose that e# provide Attachaaat 1 to Lockheed and request 
their analysts of the prwulene Involved end their recesnendatton on 
1 natal lotion. If they believe this la practicable T swrgvat we secure 
the inatr -monts and have tfcta installed* 
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